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1. INVENTORY 
ONE MODEL 


ELECTRONIC EQUIPMENT REFLECTS 

IfrOM STOCK. 


25X1 A F 


THIS WAS INVENTORY CHECK ONLY AND VARIOUS TECH REPS WHO 
NORMALLY UTILIZE SUCH EQUIPMENT HAVE NOT BEEN CONTACTED 
AND POLLED TO SEE IF THEY HAVE REMOVED COUNTER FROM LAB 
WHICH IS POSSIRLI IT Y. SEVERAL TECH REPS DEPLOYED AND 
PRIOR TO CONTACTING THEM SUGGEST ONE ADDITIONAL CHECK BE 
MADE OF COUNTER FOR COLLATERAL IDENTIFYING NUMBERS, I ,E . , 
EXAMINE COUNTER TO SEE IF FITTED WITH A PLUG IN UNITIZED 
FREQUENCY CONVERTER | FOR EXAMPLE). THE FREQ 


CONVERTER FITS INTO A LARGE OPENING ON THE RIGHT FRONT AND 
CARRIES SEPARATE SERIAL NUMBER WHICH IS VISIBLE WHEN THE UNIT 
IS REMOVED FROM THE COUNTER. IF CONVERTER IS IN THE COUNTER 
AND THE SERIAL HAS NOT BEEN REMOVED, THEN A POSITIVE 
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2 600 SECRET 
IDENTIFICATION IS POSSIBLE. REALIZE THIS A LONG-SHOT, BUT HAVE 
NO OTHER WAY OF PROVING OWNERSHIP WHEN IDENT DATA HAS BEEN REMOVED. 

2. THERE SEEMS TO BE NO OTHER DISCREPANCIES! 25X1A 

INVENTORIES OF EQUIPMENT THIS NATURE AT THIS TIME. 
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